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ACTION ARA-10 

INFO OCT-01 ISO-OO AID-05 PM-04 IGA-01 CIAE-00 INR-07 

NSAE-00 L-03 /031 W 

053747 

R 192053Z SEP 75 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 932 
DA CORPS OF ENGINEERS WASHDC 
INFO USCINCSOUTH 

UNCLAS BOGOTA 9093 

E.O. 11652: NA 
TAGS: EAID, CO 

SUBJECT: MOBILE UTILITY SUPPORT EQUIPMENT FOR SAN ANDRES ISLAND 

REF: A) CNO WASHDC 121549Z SEP 75 B) BOGOTA 8343 
(NOTAL) STATE FOR AID/SER ENGINEERING 

1. REFTEL STATES THAT A LIMITED NUMBER OF POWER PLANTS MAY 

BE AVAILABLE THROUGH COST REIMBURSALBE EMERGENCY LOAN THROUGH 
AID, THAT THE 750 KW PLANTS ARE AIR TRANSPORTABLE AND THAT 
THE ARMY CORPS OF ENGINEERS MAY BE ABLE TO ASSIST WITH 
ON-SITE INSTALLATION. 

2. COLOMBIAN ELECTRIC ENERGY INSTITUTE (ICEL) IS DEFINITELY 
INTERESTED IN ACQUIRING TWO 750 KW UNITS ON A TEMPORARY LOAN 
BASIS. OPERATING LINE VOLTAGES ON SAN ANDRES ARE 13,200 V, 

60 CYCLES. UNITS WILL BE INSTALLED OUTSIDE (NEXT TO 
EXISTING POWERHOUSE) IN GRASSY AREA. SAN ANDRES IS AT SEA 
LEVEL WITH TEMPERATURE OF 30 C. 

3. PLEASE PROVIDE SOONEST DETAILS REGARDING A) 

DIMENSION OF UNITS B) AVAILABILITY C) COST D) COST 
OF AIR TRANSPORTATION TO SAN ANDRES E) POSSIBLE 
ASSISTANCE OF CORPS OF ENGINEERS F) ANY OTHER 
INFORMATION WHICH WILL BE HELPFUL TO ICEL IN EVALUATING 
POSSIBILITY OF ACQUIRING UNITS 

ON COST REIMBURSABLE LOAN BASIS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BOGOTA 09093 201520Z 
VAKY 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



UNCLASSIFIED 



NNN 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ELECTRIC POWER PLANTS, LOANS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BOGOTA09093 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750327-0359 
From: BOGOTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750933/aaaabcmx.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BOGOTA 8343 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUN 2003 by MaustMC>; APPROVED <22 JAN 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MOBILE UTILITY SUPPORT EQUIPMENT FOR SAN ANDRES ISLAND 
TAGS: EAID, CO, US 

To: STATE DA CORPS OF ENGINEERS WASHDC 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 




